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MEM&MHWM FORi Executive Secretary, 

Ottlization Advisory Board 


®CS-2^6-58 
m-OC-91-59 
13 January 1953 


SOBJBCTi Sanitization of CHESS Material 

REFERENCES: A. Kavy Memo to U&B* Same Subject, 

fCS-2489-57 COp-922 HlF/my Ser NT~0004ll), 
16 Bee 57# with Attachment V-IR-1S-57 dated 
31 Oet. $7, 

B. HAS Memo, Summary of Policy, (PCS- 2426- 57, 

3 Dee 57- 


1. The referenced (A) enclosure has been reviewed with con- 
sideration of protection of CHESS material and nothing revealing 
of source has been found. 

2* The proposed release Is consistent with established UAB 
policy (Reference B. Page 2 , Para. d.) 

3 . The question arises whether a review of such material, 
which has been prepared in accordance with established policy, in 
each case is required so long as a copy is furnished for information 
and record. A clarification of this point is recommended. 
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Deputy Chief, HTAUTCHdT 


Enclosure t 

Attach, to TCS-2489-57 
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